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UNITED STATES DEPARTMENT OF AGRICULTURE 



BEFORE THE SECRETARY OF AGRICULTURE 


RECEIVED 


In re: 


AWA Docket 16-0 1 1 ^ 


WILMA JINSON, an individual. 


) 


Respondent. 


COMPLAINT 


There is reason to believe that the Respondent named herein has willfully violated the 
Animal Welfare Act, as amended (7 U.S.C. § 2131 et seg.) (Act or AWA), and the regulations 
issued thereunder (9 C.F.R. § LI et seg.) (Regulations). Therefore, the Administrator of the 
Animal and Plant Health Inspection Service (APHIS) issues this complaint alleging the following: 


JURISDICTIONAL ALLEGATIONS 


1 . Respondent Wilma Jinson is an individual whose business mailing address is 1 16 1 
Beaver Road, Stella, Missouri. At all times mentioned herein, Respondent was a dealer (breeder) 
as that term is defined in the Act and the Regulations, and held AWA license number 43-A-2656. 

ALLEGATIONS REGARDING THE SIZE OF THE BUSINESS. GRAVITY OF THE 

ALLEGED VIOLATIONS. GOOD FAITH AND COMPLIANCE HISTORY 

2. Respondent operates a business breeding and dealing in dogs. Respondent reported 
to APHIS receipt of $29,450 from the sale of 107 animals in 2014, $47,500 from the sale of 107 
animals in 2013, and $45,700 from the sale of 138 animats in 2012. 

3. APHIS issued Official Warnings to Respondent tor alleged violations of the 
Regulations on three occasions: September 29, 2003, September 3, 2010, and January 11, 2012. 
On May 4, 2006, Respondent resolved alleged violations of the AWA pursuant to the stipulation 
provisions of the Regulations, and paid a civil penalty of $8,21 8. 

4. The complaint alleges repeated instances in which Respondent failed to provide 


APHIS inspectors access to conduct inspections of Respondent’s animals, facilities and records. 


and failed to provide adequate veterinary care to animals. Respondent’s alleged violations 
occurred over an extended period of time from December 20, 2012 through March 24, 2016. 

5. Despite having been advised on multiple occasions by APHIS of noncompliance 
with the Regulations and with the standards promulgated under the Act (9 C.F.R. Part 3) 
(Standards), Respondent has continued to tail to meet the minimum requirements. 

ALLEGED VIOLATIONS 

6. On November 24, 2015 and on January 14, 2016, Respondent failed to provide 
APHIS with access for inspection and/or to have a responsible adult available to accompany 
APHIS officials during inspection, in willful violation of the Act and the Regulations. 7 U.S.C. § 
2146(a), 9 C.F.R. §2.126. 

7. On or about the following dates. Respondent willfully violated the Regulations 
governing attending veterinarian and adequate veterinary care (9 C.F.R. § 2.40) by failing to 
provide adequate veterinary care to animals and/or failing to establish and maintain programs of 
adequate veterinary care that included appropriate methods to prevent, control, diagnose, and treat 
diseases and injuries, and/or daily observation of animals. 

a. December 20. 2012 . A female Miniature Pinscher (Angel) had flaky dry 
skin and significant hair loss over her entire body, her hips were prominent and each of her 
vertebrae could be seen, and she had not been seen by a veterinarian. 9 C.F.R. §§ 2.40(a), 
2.40(b)(2), 2.40(b)(3). 

b. December 20. 2QI2 . A female English Bulldog (Bonnie Sue) had raised 
red areas of tissue between the middle toes of both front feet, where the tissue had split in 
the middle and was draining, and Bonnie Sue had not been seen by a veterinarian. 9 C.F.R. 
§§ 2.40(a), 2.40(b)(2), 2.40(bX3). 
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c. May 13, 2013 . A female Miniature Pinscher (Angel) was observed having 
dry skin, hair loss and prominent hips on December 2, 2012, and on this date was observed 
to have deteriorated, and specifically Angel had dry, leather skin, significant hair loss over 
her entire body, had swollen legs and feet, and was observed scratching her stomach 
multiple times. 9 C.F.R. §§ 2.40(b)(2), 2.40(b)(3). 

d. May 13. 2013 . A black and white female (#0 A0 13 87878) had an open 
lesion between the toes of her left rear foot, the surrounding area had a reddish brown crust 
and the middle area was excreting a white substance. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 
2.40(b)(3). 

e. May 13. 2013. A female English Bulldog (Bonnie Sue), which was 
observed having red areas of tissue on her front feet on December 2, 2012, was again 
observed to have deteriorated, and specifically the tissue between the middle toes of her 
left front foot had split. Respondent did not provide treatment as previously prescribed by 
the attending veterinarian. 9 C.F.R. § 2.40(b)(2), 2.40(b)(3). 

f. May 13.2013 . An adult female Dachshund (#0A0 1 3901 10) had dry, flaky 
skin and hair loss over the rear of her body. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

g. August 21. 2013 . A black and white female English Bulldog (Zoey, 
#0A0I3866I6) was observed to have extremely long toenails, to the extent that the nails 
on her right back foot were curled to the side. 9 C.F.R. §§ 2.40(b)(2), 2.40(b)(3). 

h. August 21, 2013 . A pregnant brown and white female English Bulldog 
(Lily, #0AQI 387433) had a swollen pad on her left front foot, where the sides were 
reddened and appeared moist, and she was limping as she walked. 9 C.F.R. §§ 2.40(a), 
2.40(b)(2), 2.40(b)(3). 
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i. August 21. 2013 . Respondent had been administering 8 1 mg aspirin tablets 
to a Schnauzer puppy without having had guidance from the veterinarian, and the 
medication was not listed on Respondent’s written program of veterinary care or its list of 
approved medications. 9 C.F.R. § 2.40(b)(2). 

j. December 11. 2013 . A female English Bulldog (Mighty Mouse, 
#ORO 1386426) was not putting any weight on her right hind leg, was reluctant to walk 
when prompted, and was unable to squat when urinating. In addition, her eyes were heavily 
matted with yellow material, and Respondent had not treated her eye condition as 
previously directed by the veterinarian. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

k. April 24. 2014 . A male Chihuahua (#0A0 1480 129) was squinting and 
excessively blinking his left eye as it was tearing, and there was a blue, cloudy opacity on 
the lower right of the pupil. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

l. April 24. 2014 . A black male Miniature Pinscher puppy was observed to 
be unthrifty and lethargic, had labored breathing, was reluctant to move about in its 
enclosure, and had an exaggerated arch to its back. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 
2.40(b)(3). 

m. April 24. 2014. A female Dachshund (Cocoa, #0AO2236428) had very dry 
skin that was flaking off throughout most of her coat, clumps of hair were crusting off from 
her ears, leaving bald spots underneath, and Respondent bad tailed to follow the 
veterinarian-prescribed treatment regimen of twice daily antibiotics for ten days. 9 C.F.R. 
§§ 2.40(b)(2), 2.40(b)(3). 

n. April 24. 2014 . A black and white female Miniature Schnauzer 

(#QA0 1 3 87878), which was observed with an open lesion between the toes of her left rear 
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foot on May 13, 2013, was again observed to have deteriorated, and specifically her left 
hind paw was tinged dark red from a discharge oozing from a wound on the top surface of 
the paw. Respondent failed to administer the veterinary-approved protocol for treating 
such wounds. 9 C.F.R. §§ 2.40(b)(2), 2.40(b)(3). 

o. April 24. 2014 . A white and brown male Chihuahua had excessively long 
toe nails, especially on the dew claws. 9 C.F.R. §§ 2.40(b)(2), 2.40(b)(3). 

p. May 1. 2014 . Six Pug puppies had discharge coming from their noses, the 
smallest puppy repeated ly coughed, and the puppies were not receiving treatment as neither 
Respondent nor the kennel stafF were aware of the puppies’ conditions. 9 C.F.R. §§ 2.40(a), 
2.40(b)(2), 2.40(b)(3). 

q. Mav 1.2014 . Despite having observed a black and white female Miniature 
Schnauzer (#0A0 1387878) on both May 13, 2013 and April 24, 2014, with an open lesion 
between the toes of her left rear foot, on this date. Respondent did not clean the dog’s foot 
or trim between its digits as prescribed by the veterinarian’s treatment plan. 9 C.F.R. §§ 
2.40(b)(2), 2.40(bX3). 

r. Mav 1. 2014 . A white and brown Chihuahua, which had been observed to 
have excessively long toenails on April 24, 2014, was again observed to have long toenails. 
9 C.F.R. §§ 2.40(b)(2), 2.40(bX3). 

s. Mav 8. 20 14 . Respondent was using expired Pyrantel Pamoate to treat dogs 
that had been diagnosed with parasites. 9 C.F.R. §§ 2.40(b)(2), 2.40(b)(3). 

t. Mav 8. 2014 . Two Schnauzer puppies were bom the day before the 

inspection, but one was dead at the time of the inspection while the other appeared to be 

dying as it was lying on the metal portion of the floor, away from the piece of carpeting, 
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and no additional heat source had been provided. 9 C.F.R. §§ 2.40(b)(2), 2.40(b)(3). 


u. August 14, 2014 . A white female Chihuahua (#0A0 1474835) had a 
hunched posture and walked with her back legs close together in a tucked position, the rear 
section of her mammary area was enlarged, and her left rear section had a golf ball size 
mass. Although these conditions had been observed for approximately two months. 
Respondent failed to obtain veterinary care for this dog. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 
2.40(b)(3). 

v. August 14. 2014 . A gray and white male dog (#0A0 145 1969) had long 
facial hair that covered his eyes and had large mats covering his body. 9 C.F.R. §§ 
2.40(b)(2), 2.40(b)(3). 

w. August 14. 2014 . A white female Poodle (#0AQ1 473961) had excessive 
matting on her face, torso and her rear legs. 9 C.F.R. § 2.40(b)(2), 2.40(bX3). 

x. On or about August 7-23. 2014 . A female English Bulldog (Bonnie Sue) 
was observed to have discharge coming from her vulva on August 7, 2014. As the 
conditioned worsened. Respondent gave Bonnie Sue a shot of penicillin on August 1 8, 
2014, and on August 19, 2014, the veterinarian diagnosed Bonnie Sue with pyometra and 
recommended a treatment plan of antibiotics. While Respondent subsequently observed 
maggots coming out with the discharge from her vulva, Respondent tailed to have the 
veterinarian reexamine the dog, and Bonnie Sue died on August 23, 2014. 9 C.F.R, §§ 
2.40(b)(2), 2.40(b)(3). 

y. August 28. 2014 . A female English Bulldog (Diamond T, #9410609) had 

areas of hair loss over her back and had dry, crusty skin on her abdomen with streaks of 

reddened, swollen skin. The dog was not currently on medication and Respondent failed 
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to consult a veterinarian as her condition worsened. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 
2.40(b)(3). 


z. August 28. 2014 . A female English Bulldog (J.D., #94100013318463) had 
missing hair in front of her left ear with reddened skin, the area was oozing a clear 
substance, and Respondent was not aware of the lesions and failed to provide treatment. 9 
C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

aa. August 28. 2014 . Four English Bulldogs (Robbie, #0A01 889607; 
Thumper, #4B1F5D4310; Joanie, #941000133854 and; Diamond T, #9410609) all had 
excessively long toenails. 9 C.F.R. §§ 2.40(b)(2), 2.40(b)(3). 

bb. December 4. 2014 . A juvenile male Dachshund had hair loss on his tail 
and round, red scabs on his tail, hips and back legs, and Respondent was not aware of these 
conditions and failed to provide treatment. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

cc. March 26. 2015 . A female English Bulldog (Stacey, #006AB6350) was 
observed to be limping on her left front leg, and Respondent had failed to observe her 
condition or to provide treatment. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

dd. March 26. 2015 . A female English Bulldog (#4B 1 F5 A43 1 6) had a small, 
red lesion on her head, her head was swollen from above the right eye to the nose, and 
Respondent failed to observe her condition or to provide treatment. 9 C.F.R. §§ 2.40(a), 
2.40(b)(2), 2.40(b)(3). 

ee. July 22. 2015 . A male English Bulldog (Ben, #0AQ2 1524 16) had a thick 

green discharge in his left eye, the conjunctiva was bright red with enlarged blood vessels, 

and he had not been seen by a veterinarian. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(bX3). 

ff. July 22. 2015 . A female English Bulldog (J.D., #94100001331846) was 
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observed to have a lesion, measuring about a one inch in diameter, on the left side of her 
neck, a lesion extending from her right cheek and over most of her neck, and a yellow 
discharge covering her right eye, and had not been seen by a veterinarian for these 
conditions. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

gg. July 22. 2015 . A female English Bulldog (Robin, #0A0 1 387607) had a 
lesion the size of a quarter on the left side of her neck. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 
2.40(b)(3). 

hh. July 22. 2015 . A female English Bulldog (Zoey, #OA01 386616) had a 
lesion the size of a quarter on her left cheek. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

ii. July 22. 201 S. A female English Bulldog (Sally, #0802536230) had a 
lesion about one inch in diameter on her left shoulder. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 
2.40(b)(3). 

jj. July 22. 2015 . A female English Bulldog (Buttercup, #0A01386968) had 
a lesion about one inch in diameter behind her left shoulder. 9 C.F.R. §§ 2.40(a), 2.40(bX2), 
2.40(b)(3). 

kk. March 14.2016 . A female English Bulldog (JD, #QQ70976CF) had an open 
lesion on her forehead with yellow discharge. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

II. March 14. 2016. One un-weaned Pug puppy was half the size of its litter 
mates and appeared lethargic and weak, and was observed to remain motionless and non- 
responsive while its litter mates chewed on its ears and climbed over its body. 9 C.F.R. §§ 
2.40(a), 2.40(b)(2), 2.40(b)(3). 

mm. March 14. 2016 . On March 2, 2016, Respondent’s attending veterinarian 

diagnosed a male English Bulldog (Casper) with whipworms and instructed Respondent to 
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administer Fenbendazole. Despite having no formal instructions from the veterinarian to 
do so. Respondent had given Casper a mix of Safeguard Beef and Dairy Cattle paste 
wormer and diluted it with water. After seven days, Casper was found dead, with blood 
draining from his rectum. 9 C.F.R. §§ 2.40(b)(2), 2.40(b)(3). 

nn. March 24. 2016 . A male English Bulldog (Larry, #4C2A58392D) was 
observed to have a severe limp on his left rear leg as he walked and his left rear leg was 
non-weight-bearing. 9 C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

oo. March 24.2016 . An English Bulldog puppy (#0AO2593273) was observed 
to be coughing and wheezing; Respondent removed the puppy from the heated building 
the previous week and put the puppy into an outdoor enclosure without any bedding as 
temperatures were falling below 40 degrees Fahrenheit at night during this time period. 9 
C.F.R. §§ 2.40(a), 2.40(b)(2), 2.40(b)(3). 

8. On or about July 22, 20 1 5, Respondent willfully violated the Regulations by failing 
to identity four 17 weeks old puppies and two adult dogs as required. 9 C.F.R. § 2.50. 

9. On or about August 26, 2015, Respondent willfully violated the Regulations by 
failing to identify four 22-week old puppies as required. 9 C.F.R. § 2.50. 

10. On or about March 14, 2016, and March 24, 2016, Respondent willfully violated 
the Regulations by failing to identify a black Pug as required. 9 C.F.R. § 2.50. 

11. On or about the following dates. Respondent willfully violated the Regulations (9 
C.F.R. § 2.100(a)), by failing to meet the minimum standards for dogs; 

a. December 11. 2Q13 . A door on the indoor portion of the adult housing 
facility was broken and could no longer close. 9 C.F.R. § 3. 1(a). 

b. July 22, 2015 . An enclosure used to house an adult female Pug due to 
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whelp had air freshener, milk replacer, a dust pan, and clothing on top and surrounding the 
enclosure. 9 C.F.R. § 3.1(b). 

c. August 14. 2014, and August 28. 2014 . A thick, brown grime covered at 
least five of the metal dog doors of the sheltered facility housing adult dogs. 9 C.F.R. § 
3.1(c)(3). 

d. May 13. 2013. April 24, 2014. and December 4. 2014 . The food storage 
area was cluttered and had an accumulation of trash, including unopened bags of dog food; 
on December 4, 2014, a red, plastic container full of gas was leaning against the dog food 
bags. 9 C.F.R. §3. 1(e). 

e. August 14. 2014. and August 28, 2014 . There were roaches living inside 
the gray plastic tote used to store adult dog food. 9 C.F.R. § 3.1(e). 

f. December II, 2013 . There was an accumulation of feces and wasted food 
on the floors of four enclosures in the indoor portion of the adult facility, where the animals 
could not avoid contact with the excreta. 9 C.F.R. §§ 3. 1(f), 3.1 1(a). 

g. April 24. 2014 . Wash waste from washing down the outdoor runs of the 
facility, which included fecal matter, soiled an adult Miniature Pinscher, who was standing 
in his outdoor run. In addition, a wash down drain of the indoor housing facility was 
located only a couple of inches away from the primary enclosure of three dogs. 9 C.F.R. 
§§ 3.1(f), 3.11(a). 

h. August 14, 2014 . Five enclosures in the sheltered building had standing 
water wash down above the coated wire of their enclosures, which exposed them to the 
material and contaminated water from the rest of the enclosures of the facility. 9 C.F.R. §§ 
3.1(f), 3.1 1(a). 
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i. July 22. 2015 . There was an abundance of feces in the outdoor portion of 
the facility, where a puppy was coming into contact with its own excreta, and food waste 
from uneaten dog food was dumped onto the gravel flooring of the enclosures. 9 C.F.R. §§ 
3.1(f), 3.1 1(a). 

j. April 24. 2014 . Two of the four light fixtures in the indoor portion of the 
adult sheltered housing facility were not functioning; inspectors had to use a flashlight to 
fully visualize the area. 9 C.F.R. § 3.3(c). 

k. July 22. 2015 . The lights of the indoor portion of the whelping area, where 
eight puppies were housed, were not functioning, making it difficult to perform the daily 
tasks of caring for the dogs and assessing their well-being; seven puppies were secluded 
and were not receiving a diumal light cycle. 9 C.F.R. § 3.3(c). 

l. March 24. 2016 . Respondent removed an English Bulldog puppy 
(#0A02593273), which was observed to be coughing and wheezing, from a heated building 
and put the puppy into an outdoor enclosure without clean, dry bedding material as ambient 
temperatures were falling below 40 degrees Fahrenheit at night during this time period. 9 
C.F.R. §§ 3.4(a)(iii), 3.4(aX2), 3.4(b)(1), 3.4(b)(4). 

m. July 22. 2015 . The bottom section of the shelter structure, provided for an 
English Bulldog (Casper), was detached, leaving the structure without an adequate floor. 9 
C.F.R. § 3.4(b). 

n. December 4. 2014 . One of the outdoor shelter structures housing two 
Miniature Pinscher dogs had no bedding and the outdoor temperature had a recorded 28 
degrees Fahrenheit on the night of December 2, 2014. 9 C.F.R. § 3.4(b)(4). 

o. March 24. 2016 . Seven of the outdoor shelter structures had little or no 
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bedding and the outdoor temperature had a recorded low of 37 degrees F the morning of 
the inspection. 9 C.F.R. § 3.4(b)(4). 

P- March 24. 2016 . A plastic dog enclosure, housing a female English bulldog 
(JD), had sharp, pointed screws that protruded upwards from the base plate edge 
surrounding the outside of the house. 9 C.F.R. § 3.6(a)(2)(i). 

q. March 26. 2015 . There was a large gap between the horse panel entry gate 
and the t-post used to secure the side of a panel of an enclosure housing a male English 
Bulldog; the space was large enough that the dog could fit its head and a portion of his 
body through it. 9 C.F.R. §§ 3.6(aX2)(i), 3.6(aX2)(ii). 

r. March 26. 2015 . The door to an enclosure housing a female English 
Bulldog (#4B l F5A43 16) was fastened at the top and bottom with twisted wire ties, and the 
Bulldog broke off the bottom wire tie and squeezed out of the enclosure. 9 C.F.R. §§ 
3.6(a)(2)(ii), 3.6(a)(2)(iii). 

s. May 1. 2014 . A red female Dachshund (Cocoa, #0A02236428) escaped 
from her enclosure and whelped a puppy in an area beside the facility, and the puppy was 
found two days after Cocoa whelped her other puppies. At that point, staff attempted to 
revive the puppy, but it subsequently died one day after it was found. 9 C.F.R. § 
3.6(aX2)(iii). 

t. July 22. 2015 . Animals at the facility were not contained securely and 
repeatedly escaped from their enclosures, including two English Bulldogs; (1) Buttercup, 
who escaped from her enclosure during the inspection and; (2) Casper, who escaped, was 
impregnated by a neighbor’s dog, and produced a litter of mixed-breed puppies. 9 C.F.R. 

§ 3.6(a)(2)(iii). 


12 


u. March 14. 2016. Animals at the facility were not contained securely and 
repeatedly escaped from their enclosures, including an English Bulldog puppy who passed 
through a large hole in the divider panel between two of the outdoor enclosures. 9 C.F.R. 
§3.6(a)(2)(iii). 

v. March 24. 2016 . Animals at the facility were not contained securely and 
repeatedly escaped from their enclosures, including a male English bulldog (Larry, 
#4C2A58392D), who escaped his enclosure. 9 C.F.R. § 3.6(a)(2)(iii). 

w. April 24. 2014 and Mav l. 2014 . Six weaned Pug puppies’ legs and feet 
were observed falling through the flooring of the enclosure. 9 C.F.R. § 3.6(a)(2)(x). 

x. Mav 1. 2014 . A six-day-old puppy was housed in an enclosure that had a 
solid mat covering only a portion of the floor, but was observed off of the mat on the coated 
flooring, which had openings large enough for its feet and legs to fail through. 9 C.F.R. § 
3.6(a)(2)(x). 

y. Mav 8. 2014 . Three puppies (two Schnauzers and one Dachshund) were 
housed in enclosures that had flooring with openings large enough that the puppies’ feet 
and legs could pass through them. 9 C.F.R. § 3.6(a)(2)(x). 

z. December 4. 2014 . Three sets of young puppies were housed in enclosures 
that had flooring large enough that their feet and legs could pass through. 9 C.F.R. § 
3.6(aX2)(x). 

aa. August 28. 2014 . At least eight metal food pans containing dry food were 
mixed with standing water, which attracted flies, and 18 food receptacles were rusted and 
had rough surfaces. 9 C.F.R. § 3.9(b). 

bb. March 26. 2Q15 . Two metal food receptacles were rusted and had a rough 
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surface. 9 C.F.R. § 3.9(b). 


cc. July 22. 2015 and August 26. 2015 . Four puppies did not have access to 
water, and on July 22, 2015, at least two water receptacles had dark brown and green 
buildup on their inner edges. 9 C.F.R. §§ 3.10, 3.1 1(b)(2). 

dd. April 24. 2014 . Food and water receptacles throughout the facility were 
dirty, including a water bowl that had brown tinted water with fecal material in the bottom 
of the bowl. 9 C.F.R. § 3.1 1(b)(2). 

ee. March 26. 2015 . A tom, plastic bag full of insecticide containing carbaryi 
was lying a few inches from an outdoor enclosure containing two Pug puppies. A pile of 
insecticide was lying next to the chain-link enclosure, giving the puppies easy access to 
ingest the insecticide. 9 C.F.R. § 3.1 1(c). 

ff. July 22. 2015 . Tall grass and weeds surrounded the enclosures of the 
outdoor housing areas. 9 C.F.R. § 3. 1 1(c). 

gg. August 21, 2Q13 . Multiple dogs had fleas, and there was an abundance of 
flies in the outdoor facility, and the facility was not using any pest control. 9 C.F.R. § 
3.11(d). 

hh. December 1 1. 2013. August 14. 2014. and August 28. 2014 . The indoor 
port ion of the whelping facility was infested with roaches. 9 C.F.R. §3.11 (d). 

ii. August 28. 2014 and July 22, 2015 . Respondent had no pest control 
program in place to reduce the abundance of flies in the outdoor housing area. 9 C.F.R. § 
3.11(d). 

WHEREFORE, it is ordered that for the purpose of determining whether Respondent has 

willfully violated the Act and the Regulations issued under the Act, this complaint shall be served 
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upon Respondent. Respondent shall file an answer with the Hearing Clerk, United States 
Department of Agriculture, Washington, D.C. 20250-9200, in accordance with the Rules of 
Practice governing proceedings under the Act (7 C.F.R. § l . 1 30 et seo .l. Failure to file an answer 
shall constitute an admission of all the material allegations of this complaint. APHIS requests that 
this proceeding be conducted in conformity with the Rules of Practice governing proceedings 
under the Act, and that such order or orders be issued as are authorized by the Act and warranted 
under the circumstances. 

Done at Washington, D.C. 

this *y* day of 2016 


Administrator 

Animal and Plant Health Inspection Service 


SAMUEL D. JOCKEL 

Attorney for Complainant 

Office of the General Counsel 

United States Department of Agriculture 

1400 Independence Avenue, S.W. 

Room 2014 South Building 
Washington, D.C. 20250-1400 
202-690-4299 (Fax) 

samuel.iockel^onc.usda.uov : (202) 720-2869 



